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February 1, 1973 


Mr. James W. Badie 
Watson Leavenworth Kelton 6e Taggart 
100 Park Avenue 
New York, NY 10017 


Re: Microporous Ion-Exchange Resins 
and Process for Making Same 
HeIf. 582-772, PM 554 _ 


Dear Jim: 

Enclosed are suggested corrections and additions, primarily 
from the inventor, for the draft application of December 11; a 
copy of a memo from Dr. Rainer with two additional examples and 
photomicrographs; and excerpts from a Dow Chemical publication 
on ion exchange. The point brought up in the last paragraph of 

Dr. Rainer's memo is important to us but may not be useful in the 
present application; we will leave this to your judgment. 

To answer some of your questions which may not have been 
covered by the additions and corrections: 

P.5, LL.2-11 It is difficult to elicit clear information 
from most commercial suppliers as to minor comonomers in co- or 
terpolymers. Some are illustrated in the Examples. 

P.7, LL.13-14 Yes. 

P.11, LL.8-10 The specification of a Soxhlet extractor is 
sufficient to describe the temperature conditions to those familiar 
with the art. 

P.11, L.L6 Dow gives 5.0 meq/g for two of their strong 
acid cation-exchange resins. 


Source: https://www.industrydocuments.ucsf.edu/docs/fqkj0000 
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P-12, L.8 . Exact conditions for this extraction are un¬ 
important and will be known to those versed in the art (the 
temperature was presumably room temperature). 

P.16, L.1 Yes. 


Very truly yours. 



G. Esler Inskeep 
Assistant Patent Officer 


/sb 

cc: P. Eichorn 

D. Lowitz 
T. Osdene 
F. Resnik 


Source: https://www.industrydocuments.ucsf.edu/docs/fqkjOOOO 
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